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TAGS: IAEA, TECH 

SUBJECT: IAEA SPECIALISTS' MEETING ON RELIABILITY OF DECAY, 

HEAT REMOVAL SYSTEMS FOR FAST REACTORS, HARWELL, UK, APRIL 28 - 
MAY 1, 1975 

1. MISSION REQUESTED TO NOMINATE JOHN GRAHAM, MANAGER, 
NUCLEAR SAFETY, ADVANCED REACTORS DIVISION, WESTINGHOUSE 
ELECTRIC CORPORATION, WALTZ MILL SITE, P.O. BOX 158, MADISON, 
PENNSYLVANIA 15663 AS U.S. PARTICIPANT SUBJECT MEETING AT 
NO EXPENSE TO IAEA. 

2. OFFICIAL INVITATION AND OTHER BACKGROUND MATERIAL SHOULD 
BE SENT DIRECTLY GRAHAM. 

3. NOMINEE HAS USG CLEARANCE WHICH ACCEPTABLE IN LIEU REQUIRE- 
MENTS SECTION VIII, E.O. 
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